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M2S4CftABB8M FOR: 
THROUGH : 

SUBJECT : 


Chief Systems Branch, TSD 

Actios Chief, BPD-lffi/P ^ 

Progress Report for Period 
15 January through 15 February 1961, 
Westiaghouse Electric 


1. Attached is Weetinghouae Electric's Progress Report 
covering work on the ABCfc-93 (XA-l) for the period indicated. 

2, This copy is for your information and file. 

sms 

25X1 

Contracting Officer, BED 


DED-DD/F: 


:rpj 


Bis tribution : 

O-TSI H k /cy prog, rpt 1 / 15/61 

2-CB/BPD-WE-1000-T&P v/cy rpt 1 / 15/61 
-—3- CH/BB/EPD-w/cy rpt 1 / 15/61 

4- a/ch/bfd 

5 - ei/dpd 
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